BELL SYSTEM PRACTICES SECTION 074-229-135 
AT&TCo Standard Issue 1, January 1976 


TOOL 
JUG, RUBBER - DESCRIPTION 


1. GENERAL 


1.01 This section covers a noncoded rubber jug. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


1.03 The information contained in this section 
supersedes the corresponding information 
in Section 074-665-101. 


JUG, RUBBER, BISHMAN MFG. CO. NO, 126 


Replaced by Filler, Battery, E. Edelman and Co., 
No. %4C. For information see Section 
074-217-113. 
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